To:  Restivo,  Angela[Restivo. Angela@epa.gov];  Crossland,  Ronnie[Crossland. Ronnie@epa.gov]; 

Foster,  Althea[Foster.Althea@epa.gov];  Webster,  Susan[webster.susan@epa.gov];  Rauscher, 
Jon[Rauscher. Jon@epa.gov];  Turner,  Philip[T urner. Philip@epa.gov] 

From:  Hayes,  Mark 

Sent:  Fri  8/7/2015  9:58:56  PM 

Subject:  Gold  King  Mine 

Mine  Plume.pdf 


Per  our  discussion  during  the  call,  the  following  coordinates  are  locations  that  were  sampled. 
Attached  map  to  reference  intake  locations 


Wells/Ex.  9 


Mark  Hayes 

On-Scene  Coordinator 

US  Environmental  Protection  Agency  Region  6 
Superfund  Division  (6SF-PR) 

1445  Ross  Ave.  Ste  1200 
Dallas,  TX  75202 
O:  214-665-2705 
M:  214-232-7134 
F:  214-665-7447 
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